From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Piro, Peter (DPH) 

Monday, May 02, 2011 12:02 PM 
Nassif, Julianne (DPH); Fausett, Gary (DPH) 
Salemi, Charles (DPH) 

FW: Eaton quote 
MAS502M18.xls 


Importance: 


High 


From: MLFreel@eaton.com fmailto:MLFreel@eaton.com1 
Sent: Monday, May 02, 2011 11:46 AM 
To: Piro, Peter (DPH) 

Subject: Eaton quote 
Importance: High 

Peter 

Here is the quote for the larger system, we can start with 9 kva and you can add power and battery modules later, just 
wire it for 18 kva 125 amp 
any questions let me know. 

Mike 


Eaton 

Michael Freel 

Federal System Division 

Government Account Engineer 

800-472-8041 

Fax 608-253-9320 

mlfreel@.eaton.com 

www.powerqualitv.eaton.com 

www.epdu.com 
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